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or \vith glass beads.    The advantage of this small

' bulb lies in the fact that -when the gas is driven over

into the pipette, the reagent wliicli the latter contains

clings to the small pieces of glass in #, and causes a

Fid. $9.

more complete absorption of that constituent of the
gas mixture which is to be removed. The pipette
has, however, one drawback: with viscous reagents
bubbles of gas are liable to cling- to the broken glass

in c.

The mercury pipettes are manipulated in exactly
the same manner as the pipettes for aqueous solu-
tions above described, except that here onl7 small
quantities of the reagent are employed, in order to
reduce to a minimum the error which is caused Try
the solubility in the reageat of those gases which, are
not directly absorbed by it. This error can be com-